

Model 886 


General Description: Two-valve, four-speed, auto-change portable 
record reproducer with push-pull output stage and independent bass and 
treble tone controls. For operation from A.C. mains, 200-250 volts, 
50 c/s. This reproducer may be used for stereo reproduction by means of 
the single-valve “ Add-on Unit Model S2 



Circuit Diagram—Alba Model 886 
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ALBA “ Add-on ” Stereo Units 


Model Si: Consolette, two-valve amplifier with push-pull output and 
bass and electrostatic tweeter loudspeakers, for use with Model 6291, etc. 

Model S2: Single-valve portable amplifier for use with Model 886, etc. 



Circuit Diagram—Alba Model S2 


ADD ON UNIT FOR STEREO SB6 


















